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24 April 19QZ 


MEMORANDUM FOR: 


Assistant 

Arlington 


Chief of Staff t G-2 t USASA 
Hall Station, Arlington, Vn. 


SUBJECT: 


Clearance Certification 


STATINTL 


STATINTL 


sill he the Central 


requested for him to make intermittent visits to xrts 
installation for a six-month period. 


2. This is to certify that — 
granted a TOP SECRET clearance oa i ful 
investigation dated 23 February 1951 

FOR THE DEPUTY DIRECTOR, RESEARCH: 


has been 
background 


STATINTL 



Security Officer 


STATINTL 0/DD/R ( JHI^Mi4427:mlf (23 Apr 63) 
Distribution: 

Orig & 1 -Addressee 
1 - SO/DDR Subj 
1 - SO/DDR Chrono 
1 _ DDR Subj 
1 - DDR Chrono 
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